SHEFFIELD 

WEDNESDAY 

FOOTBALL CLUB LTD. 

ESTABLISHED 1867 

President:- The Rt. Hon. Lord Netherthorpe. LI. D. 

Chairman,- Dr. A. Stephen. M.B. Ch.B. 

Directors;- Messrs. F. K. Gardiner, J.P., R. R. Gunstone. 

R. E. Peasegood, F.R.C.S., C. Turner, S. Ashton, A. Broomhead 
General Manager and Secretary;- Eric W. Taylor. 

Team Manager:-1 • ' Derek Dooley 

Phone (0742) 343122 


HILLSBOROUGH 


SHEFFIELD S6 1SW 



PRICE 2d. (1 h.p.) 





GREAT BRITAIN OLYMPIC XI 


■v- 


SHEFFIELD WEDNESDAY 




Monday, 15th March, 1971 - Kick-off 7.30 p.m. 


SHEFFIELD WEDNESDAY 


GREAT BRITAIN OLYMPIC XI 
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GRUHHITT j L 

TODD 

BURTON 

PUGH I 

PROBHETT 

MULLEN 

POTTS 

CRAIG 

DOWNES 




Referee : 

3. Hutchinson - Leeds 


Linesmen: 

C.3. Wade - Leeds 
red flag 

B. Ashmore - Leeds 
yellow flag 


PREHDERGAST j 


PRLDHAM I 


Substitutes: SBRINGETT, THOMPSON, 
RODRIGUES, SISSONS, SINCLAIR, 


1. J, SVJANNELL 

2. P. FUSCHILLO 

3. E, POWELL 

4. A. PHILLIPS 

5. D. GAMBLIN' 

6. J. PAYNE 

7. R. DAY 

8. R. HAIDER i 

9. P. CLEMENTS 

10. K. GRAY. 

11. J. ADAMS 

Substitutes: A. WILLIAMS, ?. DEADMAN, 
P. KARDCA3TLE, A. TURLEY, L. PRITCHARD 


Development Fund Winning Nos 13 March 


Pool 1 
Pool 2 


3515 3962 D687 
H849 B792 K026 


NEXT MATCHES AT HILLSBOROUGH. 

Sat. 20th RESERVES -v- BURNLEY at 3.00 p.m 
27th PORTSMOUTH or F.A.CUP SEMI-FINAL 











